Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Message Text 



LIMITED OFFICIAL USE 
PAGE 01 HONG K 06860 190723Z 
11 

ACTION SY-05 

INFO OCT-01 EA-06 ISO-OO FBO-02 A-01 SSO-OO /015 W 

094600 

O R 190645Z JUN 75 
FM AMCONSUL HONG KONG 
TO SECSTATE WASHDC IMMEDIATE 5511 
INFO USLO PEKING 



LIMITED OFFICIAL USE HONG KONG 6860 

FOR A/SY/T 

E.O. 11652: N/A 
TAGS: ASEC 

SUB J : AIR CONDITIONER PARTS 
REF: STATE 142445 

1. RTC NOW HAS MOTOR AND BLOWERS; BOTH SQUIRREL CAGE BLOWERS 
APPEAR TO HAVE DAMAGE OR ARE ASYMMETRIC. 

2. REQUEST YOU PURCHASE FANS FOR BOTH CONDENSER AND EVAPORATOR 
SIDE TO SEND TO RTC. 

3. REQUEST YOU ALSO PURCHASE STARTER CAPACITOR: MALLORY, 12.5 MFD, 
370 VAC FOR OUR USE IN TESTING MOTOR FROM PEKING. IF MOTOR 

FROM PEKING RUNS HOT UNDER OUR TESTS WE PLAN TO HAVE FIELD WOUND 
WITH LARGER WIRE SIZE. 
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